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CONFIDENTIAL OECD PARIS 07183 

EXCON 

E.O. 11652: XGDS1 
TAGS: ESTC, COCOM 

SUBJECT: COCOM LIST REVIEW: IL 1529 - REVISED GERMAN 
PROPOSAL ON ELECTRONIC MEASURING EQUIPMENT 

REFS: A. COCOM DOC REV (74) 1529/1, PARA 64 

B. OECD PARIS 6274 

C. COCOM DOC REV (74) 1529/3 

D. TTG REPORT, MARCH 7 

1. REF C IS REVISED GERMAN PROPOSAL, CIRCULATED 
MARCH 19, PROBABLY DRAFTED WITHOUT TAKING INTO ACCOUNT 
REVISED UK PROPOSAL REPORTED REF B. NEW PROPOSAL READS 
AS FOLLOWS: 

"THE GERMAN DELEGATION SUBMITS THE FOLLOWING REVISED PRO- 
POSAL ON IL 1529 SUBITEM (B): 

INSTRUMENTS AS FOLLOWS: 

1) DESIGNED FOR USE AT FREQUENCIES EXCEEDING 18 GHZ: 

2) DESIGNED FOR USE AT FREQUENCIES EXCEEDING 6 GHZ, 
EXCLUDING: 

MECHANICALLY OR ELECTROMECHANICALLY TUNED SIGNAL GENE- 
RATORS AND NON-PROGRAMMABLE SWEEP GENERATORS, NOISE 
SOURCES, POWER METERS AND ACCESSORIES, PASSIVE COMPO- 
NENTS AND PARTS AS E.G. ADAPTERS, AIR LINES AND 
ATTENNUTORS, ETC. 
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3) DESIGNED FOR USE AT FREQUENCIES EXCEEDING 3GHZ, AS 
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FOLLOWS: 

(NO CHANGE IN BALANCE OF ITEM) 

JUSTIFICATION: 

EVEN IF AGREEMENT ON THE INCREASED FREQUENCY RANGES 
CAN NOT BE REACHED, THIS WORDING HAS THE ADVANTAGE TO 
MAKE VERY CLEAR THE FOLLOWING POINTS: 

A) OF THE ACTIVE SIGNAL SOURCES ONLY NON PROGRAMMABLE 
SIGNAL GENERATORS AND SWEEP GENERATORS 

AND NOISE SOURCES ARE RELEASED FROM THE 
STRENGTHENED EMBARGO ABOVE 3 (OR 6) GHZ AND ARE FREE UN- 
TIL THE UPPER LIMIT OF 12.5 (OR 18) GHZ. 

B) OF THE PASSIVE MEASURING EQUIPMENTS ONLY POWER METERS 
ARE RELEASED FROM THE STRENGTHENED EMBARGO. 

C) THE POSSIBLE USES OF THE OTHER PASSIVE ACCESSORIES 
(COMPONENTS AND PARTS) ARE RESTRICTED THROUGH THE RE- 
STRICTIONS OF THE CONNECTED SIGNAL SOURCES AND INDICAT- 
ING POWER MEASURING EQUIPMENTS.SO THAT AN EXHAUSTIVE 
LIST DOES NOT SEEM TO BE NECESSARY. 

2. ACTION REQUESTED: EARLY TECHNICAL ANALYSIS AND 
TRANSMISSION OF INSTRUCTIONS ON BOTH THIS AND UK PROPO- 
SAL PRIOR TO APRIL 1, WHEN ITEM IS TO BE DISCUSSED IN 
ROUND II. 

TURNER 
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